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the broad portions of which are convex and not con-
cave, as in ordinary channellings. Convex flutings also
occur on the lower portion of the en-
gaged columns in the interior of the
Tower of the Winds (Fig. 215), and
were not uncommon in Pompeii. In
the columns of the Choragic Monu-
ment of Lysicrates (Fig. 216) the
channellings at the top of the shaft
die away, and the arrises become the
central spines of a lanceolate leaf or-
nament. When we consider the
frequency with which reed bundle
from the Tower of the columns occur in Egypt and that

Winds, Athens.            tjiey were jn actuaj uge  over a ]arge

part of the Orient, it seems strange that reeded columns

do not occur more frequently       _J_________________

in Greek architecture. Chan-
nelling was usually .carried
from the base to the top of
the shaft, but, even in the
archaic period, a partial
channelling was attempted,
as in the columnae caelatae
of the Temple of Artemis
at Ephesos,1 where the lowest
drums were sculptured with

ficmred     decorations         The  Fia 216-~ Channellings from the
ngurea    decorations.       i ne    Monument of Lysicrates, Athens.

same   method   of  decoration

was employed in the fourth-century restoration of that

temple (Fig. 217).    Athenaios2 tells us that the shafts in

Murray in J.H.S-, X (1889), 8.

2 Deipnos., V,!